FTDX101 Series Standard Accessories & Options ips reco VALE SE 


Option (XF-129CN) 
Crystal Roofing Filter (CW 600 Hz) 
Crystal Roofing Filter (SSB 1.2 kHz) Option (XF-128SN) Option (XF-129SN) 


Crystal Roofing Filter (SSB 3 kHz) 


Crystal Roofing Filter (AM 12 kHz) 


FTDX101MP 


SUB 


FTDX101D VC-Tune Unit Option (VCT-101) 
Crystal Roofing Filter (CW 300 Hz) Option (XF-128CN) Option (XF-129CN) 


Crystal Roofing Filter (CW 600 Hz) 


Crystal Roofing Filter (SSB 1.2 kHz) Option (XF-128SN) Option (XF-129SN) 


